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Lake Michigan District Headquarters 
Box 3600 
Green Bay, Wisconsin 54303 
November 9, 1976 4400 


Kaukauna, Wisconsin 54130 


Dear Mr. Lehrer: 


This is to confirm our conversation on October 27, 1976, concerning the 
operation of your landfill site. The following comments were made to 
you at the time of our meeting. (l) There is a need for better daily 
covering of solid waste being brought into the site. It appears that 
solid waste is now being covered after every day of operation, however, 


ghway 
Here there was considerable erosion noted. (7) ‘The demolition area by 
the incinerator can continue to be used as a demolition site until the 


accordance with the Administrative Rules. 
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Mr. James Lehrer, November 9, 1976 


It is my understanding that your Company lost one garbage truck this 


on 
some information as to where the solvents were being picked up and if 
possible the monetary loss caused by this accident. 


If you have any questions concerning the above listed matters please 
feel free to contact me at our Green Bay office, 497-4047. 


Very truly yours, 


Pres 


Gary F. Kulibert 
Solid Waste Mgt. Coordinator 
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ce: Solid Waste Management - Madison 
Division of Enforcement 


fire after it loaded some solvents. I would like 
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